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Dataq Instruments 

241 Springside Drive 
Akron, OH 44333 
T: 330-668-1444 
F: 330-666-5434 





Low-Cost Data Acquisition 

^ STARTER KITS 

RS-232, USB, or Ethernet interfaces 



starting at 



Hardware, software, cable, and 
screwdriver included - Everything 
you need to start acquiring data now. 

il * MM www.dataq.com/edn 
m INSTRUMENTS 




Web site: www.dataq.com/edn 



COMPONENTS 



Hammond Mfg. 

475 Cayuga Rd, Suite 100 
Cheektowaga, NY 14225 
1:716-630-7030 
F: 716-630-7042 



Electronic Racks & Cabinets 




(716) 630-7030 
' (716) 630-7042 
www,hammondmfg,com 



Our 124 page 

catalog is 
now available! 



Web site: www.hammondmfg.com 
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Novotechnik 

155 Northboro Road 
Southboro, MA 01772 
T: 508-485-2244 
F: 508-485-2430 



360^ Of Reliabm 

Programmable custom output curve and switches / 
Digital or analog output / 
Speed: 3,000 RPM Resolution: 0.09° / vV-^o 

Repeatability: 0.05% Accuracy: 0.35° | ^^^^ 

Operating temperature: -40°C to +85°C 1 ^ \f ^ 



up^rduny imnp«rdiur«. -.u u lu +oo u i - m \ ^ ^^^^ ^.^^ ^^^^ / 

Novotechnik's RSC3700 series of non-contacting \ ^ 1 Non-Contacting / 

sensors incorporate a microprocessor to provide up to \ > Tonhnninn / 

360° absolute angle measurements with 12-bit resolu- \ :^ ^ KOiary lecnnoiogy / 

tion. Designed to operate under adverse conditions, the \ IliARupged Stainless Steel / 

RSC3700 series has a stainless steel housing sealed to IP 67 >v ^ HWSlng y/ 

to protect against shock, vibration, humidity, dampness, oil, \V 

and dust. Plus it's protected against over-voltage and short circuits. ^^^..^ ^ ^ ^^^^ 

For more information or our free position sensor cataiog, contact: 

nOVOtPPhnik l^ovotechnlk U.S., Inc. • 155 Northboro Road • Southborough, MA 01772 
Siedlf Grom Telephone: 508-485-2244 • Fax: 508-485-2430 • Web: www.novotechnik.com 



Web site: www.novotechnik.com 



Equipto Electronics 

351 Woodlawn Ave 
Aurora IL 60506 
T: 800-204-7225 
F: 630-897-5314 



-7 



i 



Electronics packaging for exceptionally 
high EMI/RFI attenuation 

when your specs call for exceptionally high EMI/RFI attenuation and 
resistance to earthquakes, our shielded enclosures will meet the 
requirements. 

• 80 Db attenuation at 1 GHz • shock and vibration require- 

• 60 Db attenuation at 1 GHz ments, including Mil-Spec 81 

• Shielded i/o access and air filtering and 901, FCC/VDE, EMPAEM 

• Seismic resistance tested to pEST and others 
NEBSTR 63 for Zone 4 

For more information, call us: 800-204-7225 
fax: 630-987-5314 

Web: www.equiptoelec.com, e-mail: info@equiptoelec.com 



Packaging solutions for e i e ct ro n i cs 



Eiectronics Corpora tion 

Auroror IL 60506 



Web site: www.equiptoelec.com 
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TALtech 

2027 Wallace Street 
Philadelphia, PA 19130 
1:215-496-0222 
F: 215-496-0322 



SOFTWARE 



RS232 Direct Into Any 
Windows Application 

WinWedge simplifies real-time data input from any instrument 
into Excel, Access and any Windows application. Easily collect 
data from balances, gauges, meters, analyzers, sensors and 
other devices over serial or Ethernet connections. 



TAL 



tech 



instrumental software solutions 



Call today to learn more! 



Web site: www.taltech.com 



800 722 6004 
www.TALtech.com 




Keithley Instruments 

28775 Aurora Road 
Cleveland, OH 44139 
T: 800-588-9238 
F: 440-498-2895 



www.keithley.com 06 



FREE 2006 Test and Measurement Product Catalog 

Visit http://www.keithley.com/at/282 or call 1-800-588-9238 to receive your copy. 



Digital Multimeters and Systems 
Switching & Control 
RF/Microwave Switching and 
Instrumentation 
Specialized Power Supplies 
Source and Measure Products 
Optoelectronic Test 



■ Semiconductor Test 

■ Low Level Measurements and 
Sourcing, including Low Current, 
High Resistance Measurements 
and Low Voltage, Low Resistance 
Measurements 

■ Data Acquisition Products 



Get measurement precision with intelligent automation 
solutions from Keithley Instruments. 



KEITHLEY 




CONFIDENCE 



Web site: www.keithley.com 



VOICE OF THE ELECTRONICS ENGINEER 



COMPONENTS 



BEI Technologies 

7230 Hollister Ave 
Goleta, CA, 93117 
T: 800-ENCODER (362-6337) 
F: 805-968-3154 



COOL TOOL ^ 



Encoder Design 
Rules at Your 
Fingertips... 

Do you need to know if your controller has 
the bandwidth to handle the data rate of a 
5000 cycle-per-turn encoder rotating at 2500 
RPM. . . or what resolution you should specify for 
your encoder to achieve a 0.01 0" tolerance on a 
cut-to-length operation? 
You'll have the answers to these and other critical 
questions right in the palm of your hand with the new Optical Encoder 
Design Calculator from BEI, the leading name in encoders. 

1-800- ENCODER www.beiied.com 

INDUSTRIAL ENCODER DIVISION 




0. ^£ 



J r c H N o I o a I r s . 



FRONT 

Cam -800-ENCODER 

(1-800-362-6337) and ask 
for your free Design Calculator, 
vist www.beiied.com/calc.html 

and enter code 1701, or fill 
out and return this card. 



Web site: http://motion-control-info.com/design_calculator.html 




TO PLACE YOUR AD IN THE NEXT EDN eCARD DECK 



PLEASE CONTACT JUDY KESEBERG @ 800-417-5370 

judy.keseberg@reedbusiness.com 
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